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25 X 1 T O P SEC RET CHESS NOpORN LIMITED DISTRIBUTION. THIS IS A 
' I HSS/'HANDLE VIA TALSNT CONTROL SYSTEM. RELEASABLE FROM SSO 

channels. SSOS pass TO APPROPRIATE TC OS. FOR RELEASE TO MEMBERS 


OF OSIB AND COMOR ONLY. CITENPIC 1 S 13 , 


THE FOLLOWINB IS FROM 


THE NATIONAL PHOTOGRAPHIC INTERPRETATION CENTER. 

THE FOLLOWING INFORMATION REPRESENTS A PRELIMINARY 

ANALYSIS OF T/lLENT MISSION 3256 , 13 DEC 63 COVERING 
POHnONS OF BRITISH GUIANA AND VENEZUELA. 

UNLESS SPSCIFICAlitY STATED IN 'THE T^RSET DESCRIPTION, 
NO aUERRILLA ACTIVITIES, fUERRlLLA ENCAMPMENTS, 
GROUND-TO-AIR SI (MAL MAWIH'GS, AND CLANDESTINE , 

LANDING STRIPS WERE EVIDENT WITHIN A 20-30 MILE RADIUS 
or A STATED TARGET.; 

USERS SHOULD NOTE THAT WHILE MAPS COVERING THE COASTAL 
AREAS APPEAR ACCURATE, THOSE C OV ERIN G THE INTERIOR ARE 
GENERALLY POOR DUE TO LACK OF DETAIL ON SMALL SCALE 
MAPS AND inadequate 3 R 0 UN D SURV EYE. 

SYMBOLS USED TO indicate CONDITIONS WHICH AFFECT THE 

APPEARANCE OF THE TARGET oK THE PHOTOGRAPHY ARE AS 

M _,l25 YEAR RE-REVIEW| 

FOLLOWS -- C ICLEARiI. SC CHATTERED C liuu usy , — 

KO (HEAVY CLOUDS), H ( HAZE^ ; C S < CLOU D SHA DOW) , 

SD (SE!«IDARK^IESS>, 0 (OBUQUI’TY),! S (SNOW)> ' 

PQ (POOH IMAGE QUALITY). i 

Knmu MOUNTAIt^ AREA, LANDING STRIP 0640 N 06055 W EG 

NO aircraft observed. 


HI GUEROTE airfield 1 023 N 06 S 061 iil VE 


EXCEPT THAT OVERRUNS AND PARKING APRON ARE NOW 

IDENTIFIED AS CONCRETE. 
aircraft — NONE OBSERVED. 


on; lmdi n g^trtp 




I APPROXIMATELY 3 NM WEST OF ZION ON THE 9 ERBICE RIVER, 

I approximately 2 MM SW OF CpNFL|IENCE OF WIRUNI AND 
;berbice rivers. - ■ 

, 1,800 X 140 FT N/S SOD LANDING STRIP, SERVICEABLE. 

: aircraft NONE OBSERVED. |NGA Review Connplete^ 

!nOT LISTED IN ASSOTW. 
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» ainijr lISiriH !i£ieiv5*5E!' '*/ ■ VE 

|3 NM I:NE OF CAftiP,!, j 

!2,300 X 40 FT MW/SjE |S0D LANDING ST}?IP, SERVICEABLE. 
jAIRCRAFT •- NONE OBSERVED. 

|<M0| USTtA)iI?N.Ap&0Tf^>. 

" 25X1 ^ 

|EL LSTBERTADOR airfield 10UN 06735¥ VE ^ 

,2 MM BAST OF LA<30 DE, VALENCIA, 5 MM SSE OF MARACAY, 

5.5 MM NNE OF MAGDALEMO, AM0 43 MM WSW OF CARACAS. 
jAPPROXlMAXELY . 10,200 iX 200 FT E/W CONCRETE RUNWAY, 

!serviceable. . 


FACILITIES -INCLUDE AN APPROXIMATELY 75 FT WIDE 
PARALLEL T^XIVAY, A 0 ONC RETR PARKIN Q APRON, 6 
Ran gars, and 2 BARRACKS. 

^IRCRAFT — 13 SWEPT-WIN0 JETS, 15 FOU^ENGINE 
TRANSPORT, 7 TWO-ENGINE TRAkisPORT, ^AND 13 UNIDENTIFIED 

aircraft. 


IRAPA, LANDING STRIP 1035N 0Sg34W. VE 
1 .5 MM NNE OF IRAPA. 

2,100 X 50 FT E/W GRA-DED EARTH LAN DIN G STRIP, 

serviceable. 

aircraft — NONE OBSERVED, 

(jNOT LISTED IN ASSOTW). 


Puerto CABELLO NAVAL Base a shipyard 102SN 06800W VE 
VESSELS — ^ DESTROYERS <DD?^ 4 COASTAL DESTROYERS 
c!dC), 11 submarine CHASERS CW), ONE MEDIUM LANDING 
SHIP <LSM), ONE FLEET- OCEAN TUG (ATF), ONE REPAIR 
SHIP card, 8 LARGE FREKSITERS, ONE COASTAL FREIGHTER, 
4ND ONE PROBABLE COASTAL FREIGHTER. 


CARUPANO PORT FACILITIES 1040N 06^31 4V VE 
Nio unusual ACTIVITY observed. 


^GE^CtOWN .search' AREA 0800N|, 0 
N O UNUSUAL ACTIVITY OBSERVED IN CLOUD-FREE AREAS. 


kIwaKWANI 0517N 05303W B6 

NO UNUSUAL ACTIVITY OBSERVED IN CLOUO-FREE AREAS. 


CUYUNI RIVER SPECIAL AREA 0624N 0 5837W BG 

NO UNUSUAL ACTIVITY OBSERVED IN CLOUO-FREE AREAS. 
1 25X1 


MAZURUNI river SPICIAL AREA 0624N 05837W BG 
RIVER OBSERVED FROM APPROXIMATELY 06-05N 060-37W 
TO APPROXIMATELY 06-00M 059-1 6W. 

NO UNUSUAL ACTIVITY OBSERVED IN CLOUD-FREE AREAS. 

I ' ■ 25X1 

SIBURUA SPRINGS 1120M 0S937W VE 
N 0 physical SECURITY OBSERVED, 

UNIDENTIFIED CONSTRUCTION ACTIVITY NEAR FACE OF DAM, 
Ot^E POWER SHOVEL AND NUMEROUS SMALL VEHICLES OBSERVED. 


ISLAS DE MARGARITA, CUBaQUA ANDCOCHE 1055N 06405W VE 
Ntp UNUSUAL ACTIVITY OBSERVED* 

WESTERN SECTION OF ISLAND NO? COVERED. 


C^RRO TURIMAQUIRE 1 007N 0635aw VE 
25X1 

NO UNUSUAL ACTIVITY OBSERVED. 
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MCKENZIE 060!3N 058 17 W 8(3 

MCKENZIE IS CLOU!>COVERED. 

NO UNUSUAL ACTIVITY OBSERVED IN CiaiD-FREE AREAS, 

\ ^ ^ . 25X1 

EVERTON 061SN 05731W BG 

no UNUSUAL activity OBSEIW ED IN CL0U;>FREE AREAS, 

25X1 

MARACAY COMPLEX 1015N 0S737W VE 

COMPLEX, CAPITAL OF STATE OF ARAOJA AND APPROXIMATELY 
3 SQ MI IN area, is aIR-, ROAD-, AND RAIL-SERVED. 

25X1 

KWAKWANI INDUSTRIAL PLANT 0517N, 0580W B3 

NO physical SISCURITY measures OBSERVED. 

NO UNUSUAL ACTIVITY OBSERVED IN CLOUD-FREE AREAS. 

25X1 

C AMP 0 SAN SI LVESTRE- PUERTO CABELLO PLINE 0S21N 07004W VE 

TI(V|jJY O^ERV ED., , - . ^ ij 

I ^ " ' '■ ' '' ■' ' ' ' 25X1' ^ ' ■ " ' 


PUERTO LA CRUZ PET RFY A STORAGE SINCLAIR 101-^ 0643SW VE 
NO PHYSICAL SISCURITY MEASURES OBSERVjID. 

ONE COASTAL DESTROYER DOCKED APPROXIMATELY 2.5 NM NE 
OF REFINERY AT LA PAJITA. 

^ ^ ^ 25X1 , 

PUERTO LA CRUZ PET F5FY « STORAGE VENfaiLF 10t3N 0 6 4 371 VE 
NO physical SigCURITY MEASURES OBSERV'ED. 

25X1 

CARIP I TO PETROLEUM RFY 4 STORAGE CREOLE 1006N 06306W VE 
NO UNUSUAL ACTIVITY OBSERVED. 

~ 25X1 

DEMERARA BAUXITE PLANT 0600N 05817W BG 
EMERARA BAUXITE PLANT IS C LOU D C OV EREO. 

NO UNUSUAL activity 0 SERVED IN CLOU:>FREE AREAS. 

^ 1 ■ 25X1 

MCKENZIE ALUMINA PLANT 0600N 0 5817W 36 

MCKENZIE ALUMINA PLANT IS C Lai D C OVERED. 

NO UNUSUAL ACTIVITY OBSERVED IN CLOUD-FREE AREAS, 

l ' i ■ ■ ^ ' 25X1 

EVERTON BAUXITE PLANT : 0612N 05731 1 BG 
PLANT DOES NOT APPEAR TO BE FENCED, 

NO UNUSUAL ACTIVITY OBSERVED. 


-STATUS OF OTHER TARGETS- 
THE FOLLOWING TARGET SHOWS NO APPARENT CHANGE 


25X1 


SINCE LAST COVERAGE— 

SAN FELIPE AIRFIELD VE 10nN 068 451 

THE FOLLOWING TARGET COULD BE IDENTIFIED BUT 

not interpreted 

SAN FELIPE C OMPLEX VF 1020N 06S44W 

3cP-i 
5 400 , 


, ■ ; , ■ ■ ; ; j , , ,j , 

NNNN 
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